BILL NO. S-71-06-/7 


SPECIAL ORDINANCE NO. S- y/V-y/ 

AN ORDINANCE approving contract with CLOW 
CORPORATION for Bell Tite Cast Iron Water 
Pipe for the Water Construction Department. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

INDIANA: 

SECTION 1. A certain contract approved June 11, 1971 

I 

between the City of Fort Wayne, by and through its Mayor and the ! 

Board of Public Works, and CLOW CORPORATION, for: 

1080 feet of 6" x 18 ft. Bell Tite Cast 
Iron Water Pipe, for the Water Construction 
Department , 

for a total cost of $2,559.60, all as more particularly set forth 
on CITY UTILITIES PURCHASE ORDER NO. 1888, which is on file in 
the office of the Board of Public Works and is by reference in- 
corporated herein and made a part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and effec 
from and after its passage and approval by the Mayor. 





seconded by 


Read the first time in full and on motion by 
» and duly adopted, read the second time by title and referred 


to the (Committee on) 




( and to -- the City Plan 


-C Qmmjpsinn foT rp. r omm^^nd — (and p(j^lic Ileatihfe to be held after due legal noti c e, 

af th f> rnnnril ^hambors. Gitv Hall . Fnrt W a yne. In d i a na, on 

■ the day o f 19 , at n'clnck . 



Adams L-^ 

Dunifon 


Adams L-^ 

Dunifon 

Fay 

Geake 

Nucko 1 s 


Robinson / 


Rousseau 




Bill No. S-71-06-17 


REPORT OF THE COFdMITTEE ON CITY UTILITIES 

We, your Committee on City Utilities to whom was referred an Ordinance 

approving contract with CLOW CORPORATION for Bell Tite Cast Iron Water 

Pipe for the Water Construction Department, 





JOHN NUCKOLS 


HERBERT G. TIPTON 


have had said Ordinance under consideration and beg leave to report back to the Common 
Council that said Ordinance , J PASS. 


JACK K. DUNIFON. Chairman 

WILLIAM K. GEAKE. Vice-Chairman 


THOMAS G. ADAMS 


CONCURRED IN 

FUAD G. BONAHOOM. CIH 


